7.  The inspector supervisor did not get out of his
k to discuss lighting with any truck driver or the dozer
ator and did not actually examine the number of lights
he front of the truck or its rear, hut he estimated that

truck had two lights on its front end and one back-up
t on its rear end.  The inspector supervisor concluded

the lighting was inadequate in the dumping area on
basis of the above-described examination.

8 .  The second area which the inspector supervisor be-
ad to be insufficiently illuminated was a pit area known
he N-3 pit.  He recalled the equipment he had observed
Ke N-3 pit as two dozers, but the citation was written

a year prior to the date of the hearing and the inspec-
supervisor's memory was not sufficiently keen to enable
to say for certain whether he had observed two end-loading
ines in the N-3 pit or two dozers or one of each in the
pit.  The only aspect of the N-3 pit's illumination as
htich the inspector supervisor was certain was that while
light from the dozers or loaders was sufficient for the
ators to see the material they were pushing, the light-
on the equipment was not bright enough to enable the
proent operators to see all the way to the top of the
near which they had to work from time to time.

9.   It was the inspector supervisor's opinion that a
rail may become hazardous during any given 8-hour shift
that equipment operators must be able to observe the
tfall all the way to the top to be certain that it does
develop cracks which may release loose material which
fall into the pit where the equipment is being used.
act> the inspector supervisor indicated that a fatality
occurred at another mine not owned by Mountain Drive a

t time before he wrote the citation here involved and

fatality occurred shortly after a new shift had begun
srk following a preliminary inspection of a highwall.
Bfore, the inspector supervisor concluded that supple-
nl lighting was needed in the N-3 pit.

10.   Rased on the facts1 summarized in Finding Nos. 4
.igh 9 above, the inspector supervisor and Inspector
than both signed Citation No. 993137.  The condition or
tice on that citation reads as follows:  "Sufficient
nination to provide safe working conditions was not
Lded at dumping location in "N" section and the "N-3"
area.  At the dumping locations only vehicle headlights
3r back-up lights were available and in the pit area,
tons of the highwall where equipment was required to

in close proximity were not illuminated."

11.   Charles Warren, a commercial photographer, was

3 by Mountain Drive to take some color pictures showing
Degree of illumination provided by the lights on Mountainequate  lighting was available at   the dumping
